From: 

Sent: 

To: 

Subject: 


Farak, Sonja (DPH) 

Monday, May 02, 2011 7:04 AM 
DPH-Help, Desk at 250 (DPH) 
Server Down, Local Drive Down 


Server has been down since Friday afternoon. We can not access our local drive. 

Jim Hanchett 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
413 545 2607 
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